Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Text 

UNCLASSIFIED 

PAGE 01 DUSSEL 01319 191404Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO CIAE-00 INR-10 NSAE-00 INRE-00 
MCT-02 SY-05 ACDA-12 SS-15 SSO-OO NSCE-00 /057 W 

059319 191405Z/50 

O 191230Z AUG 78 

FM AMCONSUL DUSSELDORF 

TO SECSTATE WASHDC NIACT IMMEDIATE 3661 

INFO AMEMBASSY BONN 

AMEMBASSY LONDON 

AMEMBASSY DUBLIN 

USMISSION USBERLIN 

AMCONSUL BREMEN 

AMCONSUL FRANKFURT 

AMCONSUL HAMBURG 

AMCONSUL MUNICH 

AMCONSUL STUTTGART 

CINCUSAREUR HEIDELBERG IMMEDIATE 

CINCUSAFE RAMSTEIN IMMEDIATE 

USCINCEUR STUTTGART IMMEDIATE 

UNCLAS DUSSELDORF 1319 


E.O. 11652: N/A 

TAGS: MILI PINS GW El UK 

SUBJECT: BOMB ATTACKS AGAINST BRITISH FORCES 

1 . ON THE EVENING 18/19 AUGUST 78, BETWEEN THE HOURS OF 2245 
AND 0100,, 8 OR 9 EXPLOSIVE DEVICES WERE DENOTATED ON OR NEAR 
RHINE ARMY INSTALLATIONS AT THE FOLLOWING LOCATIONS. 

A. BIELEFELD: EXPLOSIVE DEVICE DISCOVERED. 

B. DUESSELDORF-LOHAUSEN, CARNAVARON BARRACKS IN THE POSTAL 
SORTING AREA RESULTING IN EXTENSIVE STRUCTURAL DAMAGE. 

ONE FEMALE SOLDIER RECEIVED MINOR INJURIES. NO HOSPITALIZATION 
WAS REQUIRED. 

C. DUISBURG, REAR OF OFFICERS MESS, RESULTING IN STRUCTURAL 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 DUSSEL 01319 191404Z 
DAMAGE, DEGREE UNKNOWN. 

D. KREFELD, 16TH SIGNAL UNIT, DEVICE WAS DETONATED ALONG 
FENCE. 

E. LIPPSTADT, EXPLOSIVE DEVICE DETONATED. 

F. MINDEN (MC9495), CHITTHAM BARRACKS. SITE OF DETONATION 
UNCONFIRMED. 

G. MOENCHENGLADBACH FIELD WORKSHOP. 
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H. MUELHEIM; INCENDIARY DEVICE DETONATED. 

I. RATINGEN ROY BARRACKS; DEVICE DETONATED BEHIND SGT MESS. 

2. GERMAN AND BRITISH EXPLOSIVE ORDINANCE TEAMS ARE ON THE 
SCENES IN ORDER TO DETERMINE THE TYPES OF EXPLOSIVE DEVICES 
AND ANY CLUES TO THE IDENTITY OF THE PERPETRATORS. AT THIS 
TIME NO GROUP HAS CLAIMED RESPONSIBILITY. SINCE ONLY BRITISH 
INSTALLATIONS WERE TARGETED. IT IS SURMISED THAT THESE ATTACKS 
ARE THE WORK OF THE IRA. 

3. NO INJURIES TO US FORCES PERSONNEL OR DAMAGE TO US INS- 
TALLATIONS. 

DUX 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: BOMBING 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978DUSSEL01319 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780340-0235 

Format: TEL 

From: DUSSELDORF 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780845/aaaablao.tel 

Line Count: 75 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: a4f05160-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 1 3 jun 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1685054 
Secure: OPEN 
Status: NATIVE 

Subject: BOMB ATTACKS AGAINST BRITISH FORCES 
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